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i Chief, fechnical Services Staff 




i Request for Building and kanovatloa funds far TSS 


1. This ^saorantUt-a outlines the const ruction and renovation 
requirements of T&S for Fiscal 1954, 

2, The largest single itas is the renovation of the BMHH 
building to house the aajor portion of T33 activities. This project 
m® approved by the SCI in Leeeaher 1952. It is presently estimated 
that this will mount to ;*365,94i> and will house the major portion of 
the activities now being conducted in Quarters dye. The present 
quarters in Quarters £Jye are inefficient and inappropriate for aany 
fdd activities; first, because with reduced personnel a nd budget it 
is all the acre import a nt floor space be so arranged as to provide 
mximm. possible monitoring of ToS* varied activities to attain utmost 
efficiency, second to provide for the pooling of the minimal laboratory,' 
facilities essential to ta-j activities, facilities which cannot be 
furnished in a building of the type of quarters nya, particularly in 
view of th® exceptionally narrow rooms and its general construction, 
third because they do not offer secure and fireproof stora g e facilities 
for irreplaceable document a and other equipment. 


^^IJ^Additioaal money will have to be spent this year on theH^^H 
building to house the increase in collection of FSB 
( furnishings , clothing and equipment ) . With th# ehift of various support 
functions to Headquarters this load has consequently been 

Increased, A t present Tb3 i# ©csugjrLn# about one-half of tho|^^^H 
floor space (the remainder being vacant) and it is expected 
that before the end of the fiecal year fbb will occupy approximately 
three-quarters of the available floor space. This will coat 42,000. 
breakdown : Security requirements, 4700; power outlets and circuits, 

*?00| painting, fLOOj plumbing repair, 425} installation of drinking 
fountain, ,300; emtl%,ericiea, 4175; Total, 42,000. this money must 
be spent during fiscal *54 to moat prosaist pressing needs even though 
an alternative permanent location which meets security, fireproof, aoth- 
•sroof anti other special requirements for the storage of clothing and 
equipment— and which has been the subject of a y**r*s unsuccessful 


search— is fomd. 
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4* Qtncr sm a ll b uilding ; or renovation expenses are occasioned 
by the fallowing; 


A, The fitting out of a presentation and brlsflng room 
to replace the present rooms in L Building, 

3* Uarryiag out the finaanda^afcyre mii r aateata demanded 
by 1&3 in the new quarters of 

5* Th* construction of facilities jjgg||i§§|||§§§ to house the 
activities now being carried on in Hosalyn has already been approved. 
This amounts to #34,500. The renovation of the WfeS Building to pro- 
vide photographic trai ning facilities has alee been a ppr oved for ie> 
mediate action. This amounts to approximately >?24,0QQ, 

4, There are, of course, various contingencies which nay develop 
depending upon policy decisions of higher authority and of which TSd 
can aspect no advance notice; for example, should the work now be ing 
peri oraed either at or in the Far East be further reduced and 
be expected to pick up the load, additional floor apace or a rearrange- 
a«at of floor space will be necessary to accomplish this, Tdo has no 
way of anticipating these contingencies, 

7* The Technical Service s laboratory is presently occupying space 
;ji*ovided by the Navy, Under the conditions by which this space was 
obtained it was agreed we would not occupy this space store than two 
years, which period expires a year from now. It will be necessary to 
find new quarters and coeuencs, if not largely complete, renovation 
of these new quarters in this fisc a l year, diace the new location 
has not yet been obta i n e d. It is impossible to say exactly how nuch 
will be required for the estimated 12,000 square feet required. 

considered in this paper are any alterations which will 
need to be made to eafe houses since it is understood that such altera- 
tions would cone out of operational funds rather than building and reno- 
vation funds. 


25X1 A 
25X1A 


25X1A 

25X1A 


9. In summary, already approved are building or renovations totaling 
60,500. Farther building or alterations to the total of SM5,940 arc 
needed for tha balanc e of this fiscal year. If all the above requirements 
are approved and the money expended plus the building and renovations 
already approved, the grand total of money required for building and 
renovation for tSS for Fiscal 1954 ia $428,443, 


/10, it is requested 
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10* It is requ8st3£^ha^th^*ua^^jj345»24^»® ®*d» available 

for the renovation. of the other 

incidentals outlined In paragraphs 2, 3 sad 4 shove* 
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Chief, Technical servieee staff 

Mho read k approved but went homo 
sick before final retyping* 
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DD/P Date 

ft iteference Par* kk, DD/P will disease this further with TSS, Bo space i® 
available in L Bldg, for this purpose. 

09/p will develop, in eonjuaction with TSS, the specific necessity and 
detailed requirements for the laboratory mentioned in par* ?• '.separate 
report and racsmendatlon will then be made* 
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